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1921Z 12 APR 59 HuP SEORET 


 OIRECTOR 
25X1A 


- oPs (1,2) “OPERATIONAL IMMEDIATE 
s/c (3) 
FLG 


ToR: 18452 17 APR 59 | 25X1A 


A. 1506 
8B. TARGET K W, FIRST ONE THIRD FLT LINE X TO Y W, LAST ONE THIRD 
FLT LINE Z TO AA W. 
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